"(b) Such supports are placed firmly against the roof before
the roof bolt operator proceeds inby permanent supports.

"(c) The sequence of installing supports and bolts, as shown
on the drawing, is followed. The distance from automated supports
to the rib shall not exceed five feet unless additional support is
installed to reduce the distance.

"(d) The manner in which the automated support system is
otherwise employed is consistent with the approved roof control
plan.

Temporary supports in accordance with an approved plan shall
be installed prior to bolting when the automated support system
is inoperative or does not make firm contact with the roof." J7

(3)  At approximately 1800 hours on September 18, 1980,
Inspector Mooney walked up to the roof bolting machine in ques-
tion, sometimes referred to as a "Top Dog" machine and "double
headed roof bolter," and observed that the roof bolters were
going around to the left of the crosscut in question.  Inspector
Mooney observed that the first cut had recently been made and
that a normal phenomenon was ensuing, i.e., that the roof was
"working" or "falling down.11

(4)  The Inspector observed that one of the roof bolters
was working under a canopy-which is attached to the safety arm
(or boom) which in turn is attached to the roof bolting machine-
which was not firmly set against the roof.  Inspector Mooney
asked Foreman Mitchem if he observed the same condition and, if
so, what he was going to do about it.  Mitchem told the operator
of the machine to shut it off, after which the machine was taken
out of service.

(5)  The canopy (or ring) under which Roof Bolter Ernie
Adkins was working, at the time observed by the Inspector,
was not placed firmly against the roof under which Adkins was
working.  Adkins was thus four feet beyond (inby) permanent
supports.

(6)  After the continuous miner had made its first cut
into the crosscut In question, Brown and Adkins cut or drilled
and Installed two rows of roof bolts (pins) and were in the
process of installing a third row of roof bolts when the
Inspector arrived on the scene.  The first row, consisting of
of one bolt, and the second row, consisting of two bolts, were
both Installed by Mr. Brown who was working on the left-hand
side of the roof bolting machine under the canopy attached to
the top of the safety arm on the left-hand side of the machine.
The roof bolts were, according to the plan, to be set four feet

ITPetitioner primarily argues that Paragraph (b) is the section which was
violated by Respondent.

1267 in these proceedings, Including the post-hearing arguments
